Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 BUCHAR 03412 221541Z 

53 

ACTION CU-04 

INFO OCT-01 EUR-12 ISO-00 USIA-15 ( ISO ) W 

025961 

R211325Z JUL 75 
FM AMEXSASSY BUCHAREST 
TO SECSTATE WASHDC 3686 

UNCLAS BUCHAREST 3412 

FOR CU/EE 

E.O. 11652: N/A 
TAGS: OEXC, RO 

SUBJECT: IREX TELEGRAM TO NCST 

REE: STATE 167648 

IN CONNECTION WITH REFTEL WOULD APPRECIATE YOUR PASSING 
FOLLOWING INFORMATION ON TO ALLEN KASSOF AT IREX: 

"IN EFFORT TO HELP GET EARLY DECISIONS ON MATTERS RAISED 
REFTEL WE HAVE BEEN IN TOUCH WITH NCST, MINISTRY OF EDUCATION 
AND COUNCIL FOR SOCIALIST CULTURE AND EDUCATION. MOST RECENT 
CONVERSATIONS WERE THOSE AMBASSADOR HELD WITH DEPUTY EDUCATION 
MINISTER ALEXANDRESCU AND NCST SPECIAL ASSISTANT MANZATU 
JULY 19. MANZATU PROMISED INTERIM REPLY FROM NCST TO KASOV 
JULY 21 AND FINAL, HOPEFULLY, POSITIVE REPLY ABOUT JULY 23. 

NCST PRESIDENT URSU EXPECTS TO UNTANGLE PROBLEMS DURING 
COURSE OF RCP CENTRAL COMMITTEE MEETING SCHEDULED JULY 21 
AND 22. COMMENT: IN OUR OPINION USUAL SLOW ROMANIAN DE- 
CISION-MAKING PROCESS HAS BEEN FURTHER COMPOUNDED BY ADDITIONAL 
CLEARANCESHBHICH HAVE BEEN ADDED ON THIS LAST YEAR AND STILL 
FURTHER CONFUSED BY FACT THAT ALL THE TOP LEADERSHIP HAVE BEEN 
ENGAGED IN PERSONALLY SUPERVISING FLOOD PREVENTION AND FLOOD 
RECONSTRUCTION ACTIVITY. DECISIONS WHICH SHOULD HAVE BEEN 
MADE IN APRIL WERE PROBABLY AT BEST READY FOR FINAL 
APPROVAL ABOUT THE TIME THE FLOODS HIT. AMBASSADOR EXPECTS 
TO SEE URSU LATER THIS WEEK." 

BARNES 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 21 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BUCHAR03412 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750253-0235 
From: BUCHAREST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750735/aaaabezr.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION CU 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 167648 
Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 JAN 2003 by ThomasVJ>; APPROVED <16 MAR 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IREX TELEGRAM TO NCST 
TAGS: OEXC, RO 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



